

WEAPON SYSTEM] 




GENERAL DYNAMICS 

Ordnance and Tactical Systems 


General Dynamics Ordnance and Tactical Systems is the Sole Developer and Qualified Producer 
of the MK149 20mm Armor-Piercing, Discarding Sabot Cartridge 


General Dynamics Ordnance and Tactical Systems has Produced in Excess of 20 Million 
Rounds of Ammunition for the U S. NAVY’s PHALANX Anti-Ship Missile Defense System 


Compatible with all M61 And M197 
Gun Systems 


Compatible with all MK15 PHALANX 
Systems and Block MOD Upgrades 


Increased Impact and Residual Energy 
at Target over the M50 Series 


Approved for Export 


10101 Ninth Street North • St. Petersburg, FL 33716 USA • Phone 727-578-8100 * Fax 727-578-8128 * www.gd-ots.com 


















TIME OF FLIGHT (Sec.) Thickness Penetralion (in.) 


5265 


U.5. IMAVV PHALANX AMMUNITION 

2QMM APDS-MK149 


Primer 


Propellant 


Tungsten 

Penetrator 



Case 


Discarding 

Sabot 


PENETRATION VS, RANGE 



Significant Anti-Armor Capability 


Short 1'ime of Flight to Target 
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Optimized Exterior Ballistic Performance 



Over 20,000,000 Rounds Produced by 
General Dynamcis Ordnance and Tactical Systems 
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